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House Wiring: 
Exhibit Displays Wiring System for 
Home, *109. 
Human Equation, No Slide Rule Will Solve 
the, +127. 
Hunter-Dulin Building, San Francisco, Under- 


ground Construction for 
266. 
Hydroelectric Development: 
Additions to Western Generating 
1926-1927 (table), 68. 
Arizona Seeks Glenn Canyon Site on Colo- 
rado River, 109. 
Balch Project— 
First Unit Dedicated with Appropriate 
Ceremony, *170. 
Highest Head Plant in America, *250. 
Kings River Plant Added to Centra 
California Power System, by J. 


Service to, 


Plants 


W. Jourdan, *253. 
Laying 4,842-ft. Penstock, *71. 
Big Dam Completed by Great Western 
Power Company, *1(6. 
California Oregon Power Company Begins 
Second Plant on Rogue River, 107. 


Columbia and Colorado Rivers Two Sources 
of Potential Hydro Power, *66. 


Construction and Use of Kilowatt-Kilowatt- 


hour Curve, by A. Wilstam, *462. 

Construction on Various California Pro- 
jects, *84. 

Court Gives Company Right to Condemn 
Lake Lands, 172. 

Cushman Hydroelectric Development, The, 
by J. W. Gongwer, *129. 

Edison Company Loses Water’ Rights 


Suit, 47. 


Florence Lake Dam and Reservoir of South- 


ern California Edison Co., *88. 
Hetch Hetchy to Need More Funds, 174. 
Idaho Power Company's Plant to Have 
Two 6,000-kw. Units, 51. 
Important Elements in Southern Cali- 


fornia’s Power Supply, *190 

Inland Power & Light Company’s Lewiston 
Development, *153. 

Oneida Hydro Plant of the Utah 


Light Company, *191. 


Power & 


Permit Asked for Power Project Near 
Humptulips, Wash., 174. 
Present-Day Political Influence on, by W 


H. Onken, Jr., 449. 
Recent Developments in Japanese, by I. F. 


Baker, *452. 
Reinforced Concrete Replaces Wooden 
Flume for Bull Run Plant, *465. 


Review of Western Hydro and Steam Con- 


struction Projects, *67. 

Rogue River Plant’s Second Unit to Be 
Added, 492. 

San Joaquin River, Completed and Pro- 
jected Development of the, by F. E 
Bonner, *205. 

Tuolumne River Project Planned by Irriga- 
tion District, 108 

Turbine Break Causes Power House Del- 
uge, *211. 


Turlock Irrigation District 
Power Permit, 48. 

Plants to Be Built on 
American River, *46. 


I 


Applies for 


Middle Fork of 


Two 


Idaho Power Company: 


Lamp Sales Campaigns of Three North- 
west Companies, by Berkeley Snow, 


*9()9 


Two Units to Be Installed in American 


Falls Plant, 51. 
Illuminating Engineering Society: 
Califorhia Territory Divided Between 
Chapters, 281. 


Industrial Accident Commission: 
Reciprocal Obligation to 
Companies, *t4. 
Industry Conference on Wiring: 
It Wasn't So After All, 7446. 
Industry's New Year Resolution Should Be 
Greater Commercial Activity, 75. 


the Insurance 


tor 

































































































Inland Power & Light Company's Lewiston De- 
velopment, *15 
Insull Medals Awarded Two Western Men for 
Successful Resuscitation, *282 
J 
« 
Japan: 
Power Company to Buy American-Made 


Machinery, 46 
New Power 
In, 174. 
Japanese : 
Graybar Dealer's 
Hydroelectric Progress, 


Two Companies Incorporated 


179. 


Develop- 


Advertising, 
Recent 





ment In, by I. F. Baker, *452 
Kay Motor Supply Company’s Battery Assembly 


Plant, 137 
Kennedy, Industry Owes Debt to Samuel M., 765 
Key System Transit Co.’s Enameled Insignia, 

*149 
Kilowatt-Kilowatthour Curve, Construction 

Use of, by A. Wilstam, 162 
River Plant Added to Central California 
Power System, *253. 
Kitchen Lighting: 
Campaign Conducted 
Months, *165 
Power Company Sells 
Employees, 164. 


and 


Kings 


During Winter 


Units First to Its 


L 


Lamp Sales Campaigns of Three Northwest 


Companiés, by Berkeley Snow, *202. 
Lamps, a Handy Device for Handling, *28 
Letters Prove Quality Installations Are Appre- 


ciated, 21 


Lighthouse Power Supplied by Farm-Lighting 
Units, 260 

Lighting Now May Come Out of the Kitchen, 
+446 


Longview (Wash.) Public Service Co. Sells Its 


Holdings, 176 
Los Angeles: 

City to Vote to Acquire Utility and Lease 
Harbor Lands, 488 

Stage Switchboard at Shrine Civie Audi- 
torium, *21 

Underfloor Duct System in New City 
Hall 214 

Union Terminals Company's Electrical 
Equipment, 1 


Los Angeles Bureau of Power & Light: 


Finishes Two-Year Improvement Pro- 
gram, 111 

Piers Support Tower Footings Along River 
sank, abs 

Sets Budget at $12,650,000 for 1927, 109 

Steam Plant Work Stopped by Injunc- 
tion, 108 

Two Southern California Municipal Sub- 
stations, *7% 


Los Angeles Electrical 
Association 
cers, LSO 

Los Angeles Gas & 

Cafeteria for 


and Dealers 
Estimating Offi- 


Contractor 
Names 


Electric Corporation: 
Employees, 108 








Department of Safety Added to Organiza- 

tion, 51 

Financing Plan Effects Saving in In- 

terest, 172 

Lumber Dry Kilns Use Electric Heat, 175. 

M 
McGraw, James H. Paid Tribune at Dinner, *51 
Mason By-Products Company's Motor Installa- 
tion, 4S 
Mead, G. W Home and Garden, Beverly Hills, 
1S2. 

Meetings: 

60, 22, 184, 239, 291, 500 
Memorial to Henry Harbinson Sinclair, *23: 
Merchandising, Four Fundamentals of, 7 
Merchandising, Better: 

$0, 102, 162, 222, 276, 478 
Metcalf Power Bill Defeated in Washington 

State Senate, 233 
Metermen’s Courses Draw Good Attendance, 

*494 
Meter-Reader Article, Authorship = of An- 


nounced, 173 
Meters: 


Connection Checks for Polyphase Watthour 


Meters, Part I, by D. T. Canfield, *468. 
Dogs Prefer Meter-Readers, by a Meter-Reader, 
12 
Portable Device Speeds Checking of Gear 
Trains, *29 . 
Watthour Meters Used as D.C. Reverse- 
Current Relays, 467 
Mexico, Power Developments Planned in, 107 
Moffat Auxiliary Tunnel Holed Through Feb 
18, 171. 


Mollala 


Electric Company Portland 


Utility, 487. 


Bought by 


Mormon Flats Dam: 
Power and _ Irrigation Development in 
Arizona, *128 


INDEX 


Mountain States Power Company Buys Midwest 
Electric Service Company, 492. 

Multiple Arch Dam at Florence Lake Reser- 
voir, *84, RS 


N 


N.E.L.A 


Central-Station Responsibility for Efficient 


Lighting in the Home, +187 
Convention in Atlantic City Set for June 
4-10, 48. 
Fact Book Ready for Distribution, 48 
Industrial Heating Reports Issued by, 242 


Prominent Speakers on Atlantic City Con- 


vention Program, 489. 
Rublic Relations Contest Announced, 230 
Rocky Mountain Division’s Conference at 


Colorado Springs, 283. 


Water Heating Survey Plans Made at San 
Francisco Meeting, 177. 
National Electrical Code: 
New Electrical Code in the Making, *140. 


Proposed Changes Issued in Booklet, 219 
Questions and Answers on the, 99, 217 
Whether North or 

Decide,”’ 5 


South “Let the Code 
7125. 
National Electrical Supply Jobbers’ 

Merchndising Chief Topic at 


Meeting, 184. 


Association: 
Del Monte 






National Industrial Conference Board Reports a 
Lesson for Politicians and Voters, 
4127 

Navy Stole the Show, The, *223. 

Newbery Electric Corporation's Refrigerator 
Display at Fair, *276. 


New Holds Twelfth 


Association 
Convention, *23 


Mexico Utilities 
Annual 
News Briefs: 





5 117, 175, 235, 284, 492. 
News of the Industry: 

16, 106, 170, 230, 280, 492. 
Night Lighting for Outdoor Sports, Part I, 


(Tennis Courts), *473. 
Northwest Association of Electrical Inspectors: 


1926 Annual Off the Press, 57 

“Among Those Present at Northwest Meet- 
ine Were *181. 

Announce Program for Portland Conven- 
tion, 56 

Code Standardization Lively Topic at Con- 
vention, *118 

Old and New Officers of, *180. 

Progress Reported by, +127 

Select Seattle for Next Year’s Convention, 
241 

Northwest Electric Light & Power Association: 


Accounting Section Discusses Many Topics 
at Meeting, 285 

Attractive Plans Being Made for North- 
west Convention, 284. 

Commercial Section Committees Plan Work 
for the Year, 53 

Commercial Section Midwinter Meeting at 
Portland, 178 

Convention Plans Well Laid for Business 


and Pleasure, 42. 

Engineering Section Meeting Held at Port- 
land, 237 

Executives Should Know Their Commercial 


Problems, 7125 

Le Fever, O. L., New Chairman of Engin- 
eering Section, *116 

Lighting Schools, Interest is Shown by Big 
Attendance, 286 

Making the Most of the Two Forthcoming 


Conventions, +445 


March 10-11 Set for 
Meeting, 115 
Women's Committee 
Activities, *23%. 
Northwest Electric Light & 
Convention Issue 
What Has the 
ing the Passing 
19. 
reial Section 
Executive Committee 


Engineering Section 


Reports Variety of 


Power Association 
Northwest Been Doing Dur- 
Year? by D. C. Green, 


Comme 


Report, 420 





Commercial Cooking Committee Re- 
port, 420 

Competitive Power Committee Report, 
$123 

Industrial Heating Committee Report, 
$Zd 


Merchandising Committee Report, 
Customer! Relations Committee 





port, 42%. 

Domestic Electric Range Committee 
Report, 429 

Domestic Electric Refrigeration Com 
mittee Report, 429 

Home and Industrial Lighting Com- 
mittee Report, 430 


Street Lighting Committee Report, 431. 
Rural Electric Service Committee Report, 
134 
Engineering Section 
Executive Committee 


Report, od. 


Accident Prevention Committee Re- 
port {38 

Hydraulic Power Committee Report, 
£40). 

Inductive Co-ordination Committee Re- 
port, 440 

Overhead Systems Committee Report, 
141 


Northwest Electric 
tion Convention 


Public Relations Section 
Executive Committee Report, 44 
Co-operation with Educational In 
tions Committee Report, 44 
Women’s Committee Report, 44 
Northwestern Electric Company: 
Island Determines Location of River Cross- 
ing, *24. 
Lamp Sales Campaigns of Three Northwest 
Companies, by Berkeley Snow, *2(2. 
New General Storeroom, *487. 
Weidler Sustation, *76. 
Window Display of Refrigerators, *167 
Northwestern Power & Licht Company: 
Construction at Elwha Plant, *73 
Ideal Location for a Dam (Glines Canyon), 


*269. 


Power Associa- 
(Continued. ) 


Light & 
Issue: 


titu- 


ws % 


O 


Oakland: 
Lighting Equipment of 
Senator 
Protects 


Grand Lake and 


Theaters, *21. 


Pedestrian in New Traffic Control, 


*9 
271. 

Steam-Electric Plant Capacity to Be In- 
creased, 280. 


Onken, William H., Jr.: 

Politics and Water Power Development Re- 

viewed by an Expert, +447 

Opportunity Masked Is Still Opportunity, 
Oregon Technical Council Elects 1927 
184. 
Calif., Voters 
Buy Electric 


7126. 
Officers, 


Defeat 
System, 


Oroville, Proposition to 


282. 


Orphanage Uses Electrical Equipment, *274 
Outdoor Sports, Night Lighting for, Part I 
(Tennis Courts), *473. 
P 
Pacific Coast Electrical Association: 
Accounting Section Meeting in Los An- 
geles April 7, 493 
Advertising-Publicity Section Has Interest- 
ing Meeting, 493 
Advertising-Publicity Section to Discuss 
House Organs, 115 
Advertising Section Discusses Types of 


House Organs, 236 
Address of Ray W Turnbull at 
Cruz, Nov. 12, 1926, 7 
‘“‘Behind the Scenes”’ Revealed to Advertis- 
ing Section (Los Angeles, Dec. 3), 54 
Commercial Section Chairman Announces 
Organization, 55. 
Commercial Section Conclave Set for March 


Santa 


9-10, *177. 

Commercial Section Holds Second Conclave 
at Los Angeles, 236. 

Contest of 3-Minute Speeches to Be Held 
at Convention, 235 

Convention Arrangements Rapidly Being 
Completed, 286 

Convention Committee Chairmen Are Ap- 
pointed, 177. 

Engineering Section’s April Meeting in 
Fresno, 286. 


Engineering Section Schedule of Fresno 
Meetings Announced, 235 
Engineering Section Schedule of San Fran- 


cisco Meetings Announced, 54 

Engineering Section’s January Meeting in 
San Francisco, 113 

Making the Most of the Two Forthcoming 
Conventions, 7445 

Program of Convention at Santa Cruz 
June 14-17, 495 


Purchasing and Stores Section Studies Ef- 


fective Methods (San Francisco, Dec 
2-3), 55 
San Diego Lighting School of Much Benefit 
to Students, 286 
P.C.E.A. Convention Issue: 
“Progress Follows Light and Power," by S 
Waldo Coleman, 297 
Advertising-Publicity Section 
Advertising-Publicity Busin« A ctivi- 


ties, 298 


The Use of Direct Mail in Advertis- 
ing, 298 

The Budget—Engraving lrypography 
299 

House Organs, 29°. 

Supplemental Advertising, 29% 

Commercial Section 
General Committee Reports: 
Plan of Reorganization of the Com- 


mercial Section, 30 
Lichtine Committee Reports: 
Education in the Use of the 
Light, 301 
Merchandising Committee Report 
General Merchandising 503 
Maintenance and Servicing of Dome 
Ranges, 303 
Electric Refrigeration, 308 
A Manual of Electric Air Heating, 310 
Power and Heating Committee Report 
Electric Truck Activities, 31° 
Industrial Heating, 31° 
Competitive Powe 
Load, 319. 


Electric 








and Isolated Plant 
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P.C.E.A. 
Engineering Section— 

Accident Prevention Committee Reports: 
Educational Publicity, 320. 

Safe Practices in Substation Operation, 
321. 

Electrical Apparatus Committee Reports: 
Relays and Relay Applications, 322. 
Transformers and Regulators, 326. 
Developments in Design and Applica- 

tion of Oil Circuit Breakers, 330. 

Hydraulic Power Committee Reports: 
Evaporation from Lakes, 335. 
Efficient Handling of Stored Water, 

340. 

Meter Committee Reports: 

Special Tests and Investigations on 
Meters and Allied Equipment, 346. 

Combination Torsion Head and Indi- 
cating Wattmeter, 346. 

Penstock Vibration Recorder, 346. 

Three-Phase, Four-Wire Metering 
Methods, 347. 

Three-Phase, Four-Wire Metering Set, 
350. 

Standardization of 
Meters, 350. 

Education of Metermen, 351. 

New Developments, 351. 

Meter Transportation, 353. 

The Testing of High-Voltage Metering 
Equipment, 354. 

Overhead Systems Committee Reports: 

Standardization of Pin and Insulator 

Threads and Thread Gages, 356. 
Live-Line Maintenance with Live-Line 
Tools, 362. 
Construction and Operation of 220-xv. 
Lines, 365. 
Overhead Construction 


Convention Issue: (Continued.) 





Induction Test 


Practice Re- 


vision and Joint Pole Practice, 
370. 

Grounding of Distribution Circuits, 
on 
wt 

Line Protective Equipment and Line 


Switches, 373. 
Life of Treated and Untreated Poles, 
374. 

Prime Movers Committee Reports: 

Steam Plant Operation Data, 376. 

Operation and Maintenance of Con- 
densing Equipment, 379. 

Instruments for Boiler Room and Tu:- 
bine Room, 385. 

Feed-Water Treatment, 389. 

Burning of Liquid and Gaseous Fuels, 
392. 

Underground Systems Committee Reports: 
Use of Lead-Covered Cable in Connec- 
tion with Overhead Transformer In- 

stallations, 395. 
The Determination of Temperatures in 
Underground Cables, 396. 
Cable Laying in San Francisco Bay, 
399. 
Concrete Duct Spacers in Conduit Con- 
struction, 400. 
High-Tension Cables in Los Angeles, 
401. 
Underground Construction in San 
Francisco, 403. 
Purchasing and Stores Section— 
Section Activities, 405. 
Purchasing Policies, 405. 
Material Control, 406. 
Surplus Materials, 408. 
Inventories, 408. 
Stores Organization, 409. 
Standardization and Simplification of 
Stores Stocks, 409. 
Stores Department Buildings, Facilities 
and Material Handling Devices, 
409, 
Transportation Section— 
Shop Tools and Equipment, 413. 
Oil Filters, 414. 
Power Devices, 414. 
Vehicle and Body Design, 417. 
Pacific Gas and Electric Co.: 

Ambitious Plans for 1927 Made By, 109. 

Announces 1927 Commercial Department 
Program, 172. 

Contra Costa Substation, *76, *80. 

Contra Costa Substation Provides 
Regulating Point, *146. 

Distinguished Service Medal for Employees, 


New 


176. 
FOUR INDEX 
Instrument Transformer Set-Up, *467 


Oakland Steam-Electric Plant Capacity to 
Be Increased, 280. 

Service Badges Presented to Employees, 231. 

To Buy Three California Properties, *486. 

Transformer Make-Up Scheme, *27. 

Transmission Line Tower at San Joaquin 
River Crossing, *74. 

Pacific Power & Light Company: 

Budget of $4,320,000 Set for Six North- 
west Utilities, 233. 

Contest for Walla Walla Metermen, 50. 

District Managers and Department Heads 
in Annual Meeting, *500. 

Employees Awarded Service Buttons, 492. 

Handy Device for Handling Lamps, *28. 

Lamp Sales Campaigns of Three Northwest 
Companies, *202. 

Turbine Break Causes Power House Deluge, 
*211. 


INDEX 


Pacific States Electric Co.: 
Annual Conference Held at Del Monte, 184. 
Merchandising Meetings to Be Held by Offi- 
cials on Tour, 173. 
Sales Promotion Plans Explained by Offi- 
cials on Tour, *291. 
Packing Plant Has Switchboards Mounted on 
Piping, *156. 
Park Floodlighting from Units Mounted on High 
Standards, 471. 
Pasadena, City of: 
Light and Power Rates Cut by Light De- 
partment, 487. 
Light Department Plans New Unit, 113. 
Light Department to Add 15,000-kw. Steam 
Unit, 282. 
Patents Investigation Committee Appointed by 
N.E.M.A., 492. 
Pennsylvania University Offers Fuel 
ing Course, 280. 


Engineer- 


PERSONAL 


A 


Affolter, Paul H., 120; 


Ae 
205. 


Andrews, William E., 


B 


Baker, H. E., 292, 503; Barker, George W., 
121; Barker, Guy, 58; Barrett, Charles L., 182; 
Bell, W. R., 121; Black, J. B., 183; Blake, 
Frank, 503; Blanchard, Frank LeRoy, 503; 
Bleak, R. M., 59%; Booth, P. H., 58; Bourke, 
Lionel J., *121; Bourus, J. M., 245; Bowes, 
Joseph, 502; Bradley, Luke C., 245; Brent, A. 
S., 245; Brown, Charles M., 121, 503; Brown, 
F. D., *245; Buck, Gaylord B., *502; Bullis, S. 
M., 121; Burgess, C. L., 121. 


C 


Cahoon, Leonard, *182; Caldwell, Edward, 183; 
Caldwell, O. H., 292; Cameron, A. D., 120; 
Cannon, J. A., 245; Cardiff, R. L., *182; Ca- 





ruthers, R. U., 1 ; Clark, L. E., 59; Cilfford, 


George H., 244; oh n, Ben S., 59; Condit, B. 
C., 244; Crabbe, W. J., 244. 


D 


Dame, Frank L., 503; Daniels, R. S., 121; 
Day, A. B., 183; Deppe, James T., *58; Dewey, 
Henry E., 244; Downing, Paul M., 182; Duffy, 
Jerome A., 59; Dufour, P. E., 182. 


~ 
E 
4 


Alva, 182; 


s 
( 


Edison, 


503. 


Thomas Edwards, L. W., 


F 


Feiker, Frederick M., *120; 


I Fletcher, Prof. L. 
J., 58; Foster, A. R., 


245; Fox, Harold K., 502. 


G 


Gaisell, A. J., 244; Garner, L. J., 183; Goddard, 
George, 244; Goss, A. H., 244; Gray, John D., 
182: Green, D. C., 503; Griffin, A. J., 59; 


Grunsky, Charles, 59%; 
Guillou, A. V., *58, 59 


H 


Grunsky, C. E., 58; 


Hampton, Jack, 292; Hanchett, Lafayette, 245; 
Harker, D. C., 503; Harvey, W. F., 245; Hatch, 
E. H., 502; Hawley, C. B., 244; Heinrich, 
Ernest G., 244; Heise, C. E., 58; Henline, 
Henry H., *59; Hicks, W. Wesley, 503; Hoff- 
man, E. N., 59; Holding, E. G., 245; Hubbell, 
Harvey, 245; Hughes, Harry T., 183; Hunner, 
Ralph, 245; Hunter, J. G., 59; Hutchinson, Ely 
C., *121; Hynes, W. F., 502. 


Ingles, L. H., 59. 


Jackson, 


Jenison, E. S., 121; 


Glenn L., 292; James, H. D., 502; 
Johnson, Martin M., 245. 


K 


Kahn. J, A., 58 

Kennedy, Samuel M., 
244; Kidd, George, 183; 
Kilburn, E. D.. 245; 


James R., 244; 
Kerschner, R. M., 


Kearney, 
*120; 


Kiefer, Frank J., 502; 
Knost, W. A., 59. 





PERSONAL (Continued. , 


L 


Lepori, Lorenzo, 59; Levinson, 
58; Lewis, C. L., 292; 
Lewis, Lewis A., 183; 


Maj. Nathan, 
Lewis, H. A., 182; 
Lyman, T. T., 59. 


M 


McArthur, Lewis A., 245; McCammon, F. F., 
*183 ; MeCormick, Charles R., 58; McKee, Paul 
B., 58, 182; McLaughlin. J. Frank, 245; 
MecMicken, A. C., 183; McQuiston, J. C., 292; 
McRae, Roderick, 292; Marston, A. O., 292; 
Martin, Harry J., 182; Masterson, Horace L., 
58; Matheson, C. W., 120; Matthews, W. R., 
58; Mehren, E. J., 292; Merrill, Prof. E. D., 
*244; Merwin, L. T., 58; Miller, John B., 58; 
Miller, W. W., 244; Moon, V. H., 183; Morse, 
W. Chester, 245; Moser, W. A., 58; Mott, A. G., 
59; Murphy, Edward C., 503; Murrin, W. 


G., 183. 
N 


Nash, R. C., 59; Nicoll, A. H., *245; 
C. F., 502; Nott, L. A., 58. 


O 


Onken, W. H., Jr., 502; 
Owen, Robert H., 183. 


P 


Parker, Heckert, 58; Partridge, J. F., 121; Pat- 
terson, W. I., 502; Pentz, J. C., 59; Perlewitz, 
J. M., 58; Pratt, Miss Frances E., 502; Pro- 
vost, A. E., 121. 


Norton, 


Olson, Watler D., 183; 
Orr; J. F., 183; 


R 


244; Rankin, F. J., *59, 120; 
Redman, G. F., 121; 
Rice, H. C., 183; 


Rands, H. A., 
Ready, Lester S., 59; 
Reinke, J. F., 292; 
D., 245. 


S 


Sands, Herbert S., 502; *Semrad, Charles A., 
508; Senger, Henry L., 5%, *120; Sharon, R. 
A., *292; Shay, Jack, 59; Shipman, R. C., 502; 
Short, Frank A., 503; Shreve, E. O., 244; 
Shuler, A. A., 120; Slaughter, C. D., 58; Smith, 
Mark, 244; Smith, Richard E., 58; Smith, S 
Morgan, 503; Stauffacher, E. R., 182; Stevens, 
Charles, *292; Strang, H. E., 292; Strickland, 
J. E., 182; Sullivan, G. E., 182, *183. 


T 


Thompson, P. L., 292: 





Thomas, D. V., 245; 
Ude, W. H.. 245 


V 


Van Atta, L. P., 182; Van Kuran, K. E., 182; 
Vaughan, R. M., 120, 182; Vreeland, M. A., 59. 


W 


Wakao, Shohachi, 183; Walker, Tom P., 502; 
Waller, Alfred E., 58; Webb, Henry Cecil, Jr., 
502: Wernicke, Carl L., 182; Wessel, Earl, 245; 
White, J. L., *244; Wishon, A. E., 183; Wood, 
E. C., 182; Wood, W. E., 245. 


Yeo, W. H., 183. 


OBITUARY 
fZuehle, Erich, 59; Burchard, Anson W., 183. 
Davis, R. J., *121. 
Farrand, Dudley, 245. 
Hampton, Jack, 245; Hodgins, William H., 121; 
Howells, Julius Merriam, 503. 
Kambe, K., 121. 
Leonard, Charles B., 292. 
Powers, Dr. R. M., 121. 
Robb, Russell, 183. 
Waller, Charles Waite, 121; 
Augustus, 503; Wilson, Fred 
Edward Carpenter, 245. 


William 
Wood, 


White, 
W., 59; 


Guys, Chart Simplifies Selection of 


Correct, *26. 


Pole-line 


Poles: 


Reinforced Concrete for Special Pur- 
poses, *27. . 
Stubbing Facilitated by Use of Strap 


Clamp, *212. 
Portland Electric Power Company: be 
Buys Mollala Electric Company, 487. 
Indoor 22 and 2.4-kv. Equipment at Beaver- 


ton, Ore., *153. : 
°20-Year Club Holds Annual Election, 291. 





eo 





Progress as Based Upon the Past, Present and 
Future, +63. 
Protection of Lines and Equipment: 

Analysis of Current Transformer Tests, by 
E. C. Goodale, Part I, 149; Part II, 
210; Part III, 464. 

Compensator Arrangement Obviates Use of 
Potential Transformer, *148. 

Court Rules Plant Operators Must Protect 
Public, 489%. 

Electrolysis Effects, Methods for the De- 
termination of, *22. 

Multiple-Connected Current Transformers 
Improve, *152. 

Open Circuits and Grounds, Methods of 
Locating, *208. 

Watthour Meters Used as D.C. Reverse- 
Current Relays, 467. 

Publie Service Company of Colorado: 

Courtesy Card Establishes Credit for Cus- 
tomers, 10. 

Denver Terminal Substation Arrangement 
Provides Flexibility in Operation, by 
L. M. Robertson, *466., 

Franchise in Final Form for Voters, 50 

Portable Device Speeds Checking of Meter 
Gear Trains, *29. 

Regular Testing Schedule for Safety 
Equipment, *268. 

Thermocouples Used in Boiler Testing at 
Valmont Plant, 28. 

Twenty-Year Franchise Renewed, 176. 

Valmont Plant, *82 

Wire Cutter, Rubber Insulated, Is Safer 
Tool to Use, *149. 

Women Form First-Aid Team, 174. 

Puget Sound Power’ & Light Co.: 

Richmond Beach and President’s Point 
Substations, *76 

Sales Managers Hold Conference, 184 

Sells 2,769 Ranges in Second 6(0-Day 
Campaign, by Andrew G. Gordon, *14. 

“They Went to the County Fair—", *276. 

Transmission Line Tower at Takeoff of 
New 110-kv. Line, *74. 
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Question Box, 98. 
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Race Track at Greeley, Colo., Electrically Il- 
luminated, *217. 
Radio: 
Denver, Interference Experiences in, by 
Oliver P. Reed, 195 
Service Car Delivers the Goods, *222. 
Railroads: 
Great Northern Using Motor-Generator Lo- 
comotives, *261. 
Ranges: 
(See Electric Ranges.) 
Rates : 
(See Electric Rates.) 
Reclamation Projects to Be Completed, 107. 
Red Seal: 
“Alternate Bid’’ Form, *97 
Breaking Through Price Competition with 
Red Seal, *36. 
Builder Uses Home for Demonstration 
(Marysville, Calif.), *97 
California Electrical Bureau’s Topic of 
Discussion at Meeting, 501. 
Eliminates Competitive Bidding in Hay- 
ward, Calif., *272. 
Home Builders Take to the Idea, *34 
Home of F. E. Kenaston at Chowchilla, 
Calif., *231. 
Interesting Residential Installations (G. W. 
Mead Home, Beverly Hills), 182. 
Launching the Plan in British Columbia, 
*218. 
List of California Electrical Contractors 
Who Have Wired Red Seal Homes, 37. 
List of California Red Seal Homes py 
Cities, 33. 
New Literature on Plan Issued, *483. 
Selling the Contractor on the Plan, *158. 
Year’s Progress in the Plan, A, 33. 
Refrigeration: 
(See Electric Refrigeration.) 
Relays: 
Compensator Arrangement Obviates Use of 
Potential Transformer for, *148. 
Rivers, Standards for Rating Power Resources 
of Adopted, 457. 
Robinson, Henry M., Elected Director of Gen- 
eral Electric Company, *281. 
Rural Electrification, California Proves Its Pro- 
gress in, 7446. 
Russ Building, San Francisco: 
Duct System of the, *214 
Underground Construction for Service to, 


*266. 
S 


Sacramento: 
Contractors Elect Year’s Officers, 498. 
Sawmill Uses Underground Conduit, *95. 

Sacramento Valley Electrical Society Holds 
Meetings, 500. 

Safety : 

Court Rules Plant Operators Must Protect 
Public, 489 

Effective Bulletin of D.T.& I.R.R., *467. 
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Safety: (Continued.) 
Make Safety Education Pay More Divi- 
dends, +64. 
Regular Testing Schedule for Safety Equip- 
ment, *268. 
Rubber Insulated Wire Cutter Is Safer 
° Tool to Use, *149. 
St. Francis Hotel, San Francisco, Elevator 
Pumps, 219. 
Sales Record Not Made by a “Real’’ Salesman, 
A, 7445. 
Salt Lake, Rafts Used to Erect Transmission 
Line Across, 25. 

Salt River Valley Water Users’ Association: 

Mormon Flats Dam and Horse Mesa Pro- 
ect, *128. 

San Diego Consolidated Gas* & Electric Co.: 
Steam Plant at Station B, *82. 

San Francisco: 

Let Taxpayers Make This Study, *65. 

Underfloor Duct System in Adam Grant and 
Russ Buildings, *214. 

San Francisco, City of: 

Hetch Hetchy— 
Project to Need More Funds, 175. 
Transmission Line Tower, *74. 

Public Utilities Commission Planned by, 
490. 

San Francisco Electrical Development League: 
Annual Kiddies’ Party Given by, 60 
Elects Officers, 184 
To Honor J. B. Black and A, E. Wishon, 60. 

San Joaquin Light & Power Corporation: 
Balch Plant Dedicated with Appropriate 

Ceremony, *170. 

Bond Issue of $25,000,000 Placed on 
Market, 112. 

Cake Replica of Building Features Christ- 
mas Party, 107. 

Combined Budget of $20,000,000 Set for 
Three Utilities, 231 

Entry Wins First Prize at Ad Mask 
Ball, *488 

Highest Head Plant in America (Balch 
Plant), *252. 

Kings River Plant Added to Central Cali- 
fornia Power System, by J. W. 
Jourdan, *253. 

Laying 4,842-ft. Penstock on Balch Pro- 
ect, *71. 

San Joaquin River, Completed and Pro- 
ected Development of the, by F. E. 
Bonner, *205 

Transmission Line Tower on Balch Plant 
Connecting Line, *74. 

San Luis Obispo Instals Electrolier System, *98. 

Sawmill Uses Underground Conduit, *95. 

Seattle, City of: 

Loss in Merchandise Sales of Light De- 
partment, 487 

Plans Further Work on Skagit River Pro- 
ect, 170. 

Power Company Merchandising Policies, 


+447. 
Prepares to Construct Diablo Canyon Unit, 
491, 
Sherman Electric Company Buys Utility Prop- 


erties, 233. 


Sims, K. P., Insull Medalist, *282. 
Sinclair, Memorial to Henry Harbinson, *233. 
Skagit River Project: 
(See Seattle, City of.) 
Society for Electrical Development: 
Announces Resignation of W. L. Good- 
win, 111. 
Future of the, 7250. 
New Headquarters, 492. 
Southern Arizona Power Company: 
Purchased by W. B. Foshay Company, 492. 
Southern California Edison Company: 
Adopts New Type of Bungalow Substa- 
tion, *230. 
Adopts Standard 3-Panel Frame for Win- 
dow Trim, *488. 
Bungalow-Type Substation Being Built at 
Manhattan Beach, 106. 
Co-operates with Dealers to Sell Cookers in 
San Bernardino Summertime Cam- 
paign, 480. 
Electric Mucking Machine Used on Hunt- 
ington-Shaver Conduit Operations, *84. 
Extensive Load-Building Program for 1927 
Planned, 232. 
First Unit of Long Beach Steam Plant to 
Be Begun, 49. 
Flying Squadron Sweeps on to Range 
Sales, *226. 
Herminghaus Decision Not Disastrous but 
Unfortunate, 763. 
Long Beach Steam Plant, *82. 
Loses Water Rights Suit, 47. 
Lowers Rates as Experiment in Stimula- 
tion of Sales, 487. 
Multiple Arch Dam at Florence Lake Res- 
ervoir, *84, *88. 
Orders Eleven Large Transformers, 231 
Plans to Spend $42,000,000 in 1927 
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Rehearing in Water Rights Case Denied, 
106. 

Review of Decision in Herminghaus vs., 87. 

San Joaquin River, Completed and Pro- 
jected Development of the, by F. E. 
Bonner, 205 

220-kv. Switch Rack at Eagle Rock Sup- 
station, *25. 

Two Tandem-Compound Turbine-Generators 
Ordered by, 280. 

View of Florence Lake Reservoir and Dam 

and New 220-ky. Vincent Line, *190. 





























































































































Southern Sierras Power Company, The: 

Chart Simplifies Selection of Correct Pole- 
line Guys, *26. 

Co-operates with Dealers to Sell Cookers in 
San Barnardino Summertime Cam- 
paign, 480. 

Southwestern Public Service Co.: 

Competition, but with Co-operation, *1(4. 
Steam Plant Development: 

Additions to Steam Electric Generating 

Stations 1926-1927 (table), 70. 

Construction and Use of Kilowatt-Kilowatt- 
hour Curve, by A. Wilstam, *462. 

Construction Is More Active, *82. 

Long Beach Plant— 

Edison Company to Begin First 
125,000 Unit, 49. 

Los Angeles Construction Stopped by In- 
junction, 108. 

Oakland Steam-Electric Plant Capacity to 
Be Increased, 280. 

Pasadena Light Department Plans Addi- 
tion of New Unit, 113. 

Pasadena Light Department to Add 15,000- 
kw. Unit, 282. 

Review of Western Hydro and Steam Con- 
struction Projects, *67. 

— Meters Increase Mill Efficiency, 
as 

Thermocouples and Their Use in Boiler 
Testing, *28. 

Stone & Webster and Blodget New Investment 
Concern, 47. 
Street Lighting: 

Electroliers Replace Gas Lighting in San 
Luis Obispo, *98. 

Systems Installed by Glendale and Burbank, 
Calif., 47. 

Substations: 

Bungalow-Type Being Built by Edison Co. 
at Manhattan Beach, 106. 

Claremont, 30,000-kva. P. G. and E. Sub 
station Back of Oakland, *448. 

Construction, Various Types of, *76. 

Contra Costa Provides New Regulating 
Point, *146. ‘ 

Edison Company Adopts New Bunlalow 
Type, *230. 

Flexibility in Operation Provided in Denver 
Terminal Arrangement, by L M. 
Robertson, *466. 

Indoor 22 and 2.4-kv. Equipment at Beav- 
erton, Ore. 153. 

Instrument Transformer Set-Up, *467. 

Redlands, Calif. (Southern California Edi- 
son Co.), *280. 

Two Southern California Municipal Sub- 
stations, *79. 

Swing-Johnson Bill: (See also Boulder Canyon 
Dam and Colorado River.) 
Approved by House Committee, 46 
Right of Imperial [Irrigation District to 
Lobby Upheld, 171. 
Utah Repudiates Six-State Pact, 110 
Switchboard Used for Motor Demonstrations,. *99 
Switchboards Mounted on Piping for Packing 
Plant, *156. 

Synchonizing Problem Solved by 30-deg. Phase 
Shift, *152. 

System Operating Problems: 

Chart Simplifies Selection of Correct Pole- 
line Guys, *26. 

Construction and Use of Kilowatt-Kilowatt- 
hour Curve, by A. Wilstam, *462. 

Methods of Locating Open Circuits and 
Grounds, *208. 

Methods for the Determination of Elec- 
trolysis Effects, *22. 

Thermocouples and Their Use in Boiler 
Testing, *28. 


T 


Tacoma, City of: 
Cushman Hydroelectric Development, The, 
by J. V. Gongwer, *129 
Special Truck Used to Move Transformers 
for Cushman Substation, *269 
Tennis Courts—Night Lighting of, *473. 
Theaters : 
Lighting Equipment of Grand Lake and 
Senator, Oakland, and Shrine Civic 


Auditorium, Los Angeles, *21 
Navy Uses Seattle Theater’s Searchlights 
for Light Barrage, *223 
Oakland Theaters Embody New Lighting 
Control Equipment, 37. 
Thermocuples and Their Use in Boiler Test- 
ing, *28. 


“This Is the House That Jack Built,’”’ poem by 
C. W. Mitchell, *499 
Traffic Control System in Oakland, *271. 
Transformers: 
Analysis of Current Tests, by E C. 
Goodale— 
Part I, *149 
Part I, *210 
Part III, *464 
Edison Company Orders Eleven Large, 
Equipment Sufficient for Small City in 
Los Angeles Union Terminal, 30 
Instrument Set-Up at P. G. and E. Sub- 
stations, *467 
Multiple - Connected Current Transformers 
Improve Circuit Relay Protection, *152 
Special Truck Used to Move, *269. 
Transformer Make-Up Scheme, * 
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Utah, 23 
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110. 
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Elects Officers for Coming 
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Utah Power & Light Company: 
Building and Maintaining 
Harmonious Organization, by 
Cooper Anderson, *191. 
Cutler Development on the Bear River, *70. 
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Valley Electrical Supply Co.: 
Exhibit of Farm Electrical Apparatus 
Fresno Meeting of C.R.E.A., *169 

Prize Winning Becomes a Habit, *478 
Ventilating, Cooling and Heating 
Salt Lake Bank Building, 
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Waffle Iron, Selling 
the, *102. 
Walnuts, Electric Dehydration of, by 
Christie, 455. 
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Washington Water Power @ov-: 
Synchronizing Problem 
Phase Shift, *152. 

Water and Power Act: 

Bill to Repeal Introduced 
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Welding: 

(See Electric Welding.) 
Western States Gas & Electric Company: 

Deer and Cold Weather Interfere 

Plant Operation, 28. 
Westinghouse Agent-Jobbers’ Association in An- 
nual Convention at Del Monte, *500. 
Westinghouse Electric & Manufacturing Co.: 
Economical Long-Distance Power Trans- 
mission Solved, 283. 
Kootenay Power & Light Co.: 
Starts Work on Third Plant, 23 
Willamette River Crossed by Tie Line Between 
Albina Substation and Lincoln Steam 
Plant, *24. 
Window Displays: 

California Electrical Bureau 
Bride Prizes, *478. 
Lamp Sales Campaign of Pacific Power & 

Light Co., *204. 

Miller, H. L., Company of Pasadena, 
Northwestern Electric Co 

Kold Refrigerators, 
Cutter, Rubber Insulated, Is 

to Use, *149. 
Wishon, A. E.: 

And J. B. Black 

cisco League, 

To Be Honored at 
Women Offered Short 

Equipment, 177. 
Woods Watkins Electric Company Displays Wir- 
ing System for Home, *109 
Shows Prospects Lighting 
Actual Test, *278. 
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